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A Tensile Strength and Ductility Tester. 
Lloyd D. Neher. June, 26. 

Buckle Up for the Bicentennial. Richard 
M. Birch. May, 23. 

Build a Better Bench for Mild Gas Cutting. 
Allen E. Waters. Dec., 44. 

Chess Set. Stanley S. Kent. Oct., 60. 

Cycle Across The Seasons. Edwin Craig 
and Jay Webster. Feb., 42. 

Heat Sink From Scrap. Ivin L. Holt. Oct., 
57. 

Here’s The Hitch! Robert E. Mayo. Dec., 
40 


Mini Metal Former. Donald T. Antisell 
and Vincent J. Walencik. Sept., 36. 
Molding A Cast Metals Program. Dale E. 

Trumble. April, 73. 

Professional Quality Plaques. Bernardo 
Brama, Theodore L. Sipes, and Richard 
Witte. June, 17. 

Teaching Materials Science Technology. 
James Nagy. April, 60. 

Weight-Lifting Bench: Put Skills and Mus- 
cles Together For This Project. Bill Fifer 
and Jerry Greene. Nov., 38. 

You Could Be Walking On Air! John P. 
Schenck. Dec., 41. 

METRICORNER. Sept., 28; Oct., 34; Dec., 
12; Feb., 26; March, 28; May, 36. 

METRICS 
What's New In Drafting? Mark E. Klopp. 

May, 17. 

Meyer, Edwin C. Put the Snowmobile on 
Wheels. March, 48. 

Michael, M. E. Students Helping Students. 
Feb., 35. 

Miller, E.E. Numerical Control—An Industry 
View. April, 46. 

Miller, F. M., and Miller, W. R. Developing 
Self-Instructional Modules. June, 15. 
Miller, Jerry R. Hints on Crucible Melting. 

Dec., 38. 

Miller, W. R. and Miller, F. M. Developing 
Self-Instructional Modules. June, 15. 
Monroe, W.E., and Whitson, Charles. Texas 

Prison System Emphasizes Vo-Ed Training. 

March, 38. 

Moose, Mary Ellen. A Different Kind of 
Shopping: On Being a Women in IA. 
Nov., 41. 

Morrisey, Thomas J., and Rush, Marge. 
Getting Yourself on Paper. March, 51. 

Morrison, Raymond E. Building Industrial 
Arts to Suit. Jan., 23. 


N 


- - -. NACVE Calls on Vo-Ed to Mount 10- 


“So you're the transfer student from 
Roman Junior High.” 


Point Attack on Nation’s Unemployment; 
Says ‘Future Shock’ is Here. April, 77. 
Nagy, James. Teaching Materials Science 

Technology. April, 60. 

NATIONAL ADVISORY COUNCIL ON 
VOCATIONAL EDUCATION 

A National Policy on Career Education. 
Dec., 23. 

NACVE Calls on Vo-Ed to Mount 10-Point 
Attack on Nation’s Unemployment; 
Says ‘Future Shock’ is Here. April, 77. 

Nee, John G. Use Gozinto Charts to Teach 

Process Planning. Feb., 37. 

Neher, Lloyd D. An inexpensive Device for 

Hardness Testing. Dec., 30. 

-A Tensile Strength and Ductility 

Tester. June, 26. 

Neklason, Nils C. Training Modelmakers 

For Industry. Nov., 50. 

Nielsen, Arnold M. A Project for Public Rela- 

tions. May, 34. 

. Personalized Casting. Oct., 68. 
NUMERICAL CONTROL 

Help Them Visualize NC With This Simple 
Demonstrator. Edwin L. Wells. May, 24. 

Numerical Control—An Industry View. 
E.E. Miller. April, 46. 


oO 


Oaks, Merrill M. Variations on a Cart. May, 
20. 

Olson, Bruce A. Hose Nozzle Combines 
High Interest, Low Cost. May, 32. 

Sander Combines Economy, 
struction Ease, Utility. Feb., 40. 

Oremus, Vern C. Gauging Your Surfacer. 
Feb., 43. 

- - -. OSHA Regional Offices. Feb., 54. 

---. OSHA, Safety Checklists in Handbooks 
Feb., 63. 


Con- 


P 


Palowitch, John W. Dump the Project 
Approach! March, 37. 

Panitz, Adolf. Performance Testing for Vo- 
Ed Teachers. Nov., 56. 

Patenge, John E. Try Cedar Post Turnings. 
March, 46. 

Pautler, Albert J., Jr. Rebuttal: Vo-Ed’s Iden- 
tity Crisis. Oct., 124. 


Pendleton, Charles W., and Dagenhart, 
Thomas. A Hydrostatic Demonstrator. 
May, 22. 

PERSPECTIVE 


Rebuttal: Vo-Ed’s Identity Crisis. Albert J. 
Pautler, Jr. Oct., 124. 

Pinelli, Thomas £. NASA Goes to School. 

June, 20. 

PLANNING ' 

Check Off For Preventive Maintenance. 
Lyndall L. Lundy. Sept., 45. 

Federal Funds for Vo-Ed Programs —And 
How to Get Them. Charles C. Keifer. 
Dec., 36. 

Making the Self-Study For Accreditation. 
L.C. McDowell and B.T. Fagen. March, 
31. 

Model Facilities for New IA Programs. 
Harvey Dean. Jan., 36. 

Remodeling Your Shop? Get Your 
Students Into the Act. Jim Jones and 
C.J. Repasi. March, 52. 

PLASTICS 

Add Compression Molding to Your 

Plastics Program. Jay Webster and 


SCHOOL SHOP 
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George Trusty. Jan., 40. 

A Granulator for Your Plastics Lab. Gary 
D. Weede and Ronald Shipman. Sept., 
Sz. 

Fiberglass Clipboard. Larry Brabbin. Nov., 
55 


How to Plot a Route to the Plastics Indus- 
try. Maurice Keroack. April, 54. 

Personalized Casting. Arnold M. Nielsen. 
Oct., 68. 

Scrap? This Program Grows On It! Robert 
Schureman. April, 56. 

Portolese, Don. Solving Design Problems. 

Oct., 50. 

Pounds, Jerry E. A-V Licks an Impossible 

Situation. Oct., 49. 

POWER MECHANICS 

Gasoline Powered Ice Sled. Thomas Kup- 
chella. Jan., 38. 

Small Engine Mounting System Solves 
Long List of Problems. Gerald F. 
Graham. Dec., 35. 

Stirling Under the Hood? Charles Rhoads. 
Feb., 39. 

Poznansky, Randy. Now Is the Hour. Sept., 

46. 

Prakken, Lawrence W. School Shop Talk. 

Sept., 4; Nov., 4; Dec., 4; Jan., 4; March, 

4; April, 2; May, 4; June, 4. 


Randall, George A. First Angle of Projection 
and Other Procedures for Converting to 
S!I Metrics. Nov., 52. 

Ray, Bob. Brushing Without Tears. Dec., 26. 

Reed, Charles H., and Gillette, Gene A. Spe- 
cial Education in the Wood Shop: A Team 
Teaching Approach. Feb., 48. 

Repasi, C.J., and Jones, Jim. Remodeling 
Your Shop? Get Your Students Into the 
Act. March, 52. 

Rheiner, Wayne W. Plastic Handled Screw 
Driver Set. Nov., 40. 

Rhoads, Charles. Stirling Under the Hood? 
Feb., 39. 

Riley, John N. Grey Iron Casting for Molding 
Careers. Jan., 26. 

Roberts, Ann M., and Lambert, William E. 
Georgia Vocational Center Meets Student 
and Community Needs. Nov., 59. 

Robertson, J. Marvin. | Ain’t What I’m Going 
To Be. Sept., 33. 

Rubinstein, Samuel, and Valenti, Anthony. 
Simple Mold Fixture Makes Slip Casting 
Easier. March, 50. 

Rush, Marge, and Morrisey, Thomas J. Get- 
ting Yourself on Paper. March, 51. 


Ss 


Saeger, Michael R. Simple Woodshop Figur- 
ing Solved Quickly With Computer. May, 
24. 
SAFETY 
---. An OSHA Bibliography for Industrial- 
Technical Educators. Feb., 62. 

---. A Portfolio of Safety Devices for Com- 
monly Used Shop Equipment. Feb., 64. 

- - -. Effective Machine Guarding To Meet 
OSHA Standards. Feb., 63 

Industrial-Technical Educators Have an 
Obligation to Teach the New Law. 
Franklin J. King. Feb., 56. 

Is Anybody Out There Doing Anything? 
Gordon Gavin. Feb., 59. 

- - -. ls the Vendor a Member of the Wed- 
ding? Feb., 60. 

Lewiston High School Offers 12-Week 
Course to T & | Students. Kenneth Jor- 
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don. Feb., 58. 

---. List of Federal Regulations for OSHA. 
Feb., 61. 

- - -. OSHA Regional Offices. Feb., 54. 

- - -. OSHA, Safety Checklists In Hand- 
books. Feb., 63. 

The Law And School Shops. Wallace L. 
Johnston. Feb., 51. 

Training Materials, Programs Are 
Available From a Number of Sources. 
Feb., 57. 

Schenck, John P. You Could Be Wa!king On 

Air! Dec., 41. 
SCHOOL SHOP TALK. James E. Good. 
Status of Federal Funding for Industrial 
Arts. Feb., 4. 
SCHOOL SHOP TALK. Howard Kahn 
A Little Horse Sense. Oct., 4. 
SCHOOL SHOP TALK. Lawrence W. 
Prakken. 
Seniors Have Their Say. Sept., 4. 
Let’s Follow Through. Nov., 4. 
Bifurcation With A Vengeance. Dec., 4. 
Discrimination Is Out! Jan., 4. 
How To Fight Back. March, 4. 
The Challenge Of The New Technologies. 
April, 2 
Everyone Wants More. May, 4. 
A New Day Depends on You; A Rationale 
for De-Academization. June, 4. 
Schuchat, Theodor. From Washington. 
Sept., 98; Oct., 140; Nov., 98; Dec., 66; 
Jan., 74; Feb., 98; March, 82; April, 168; 
May, 58; June, 50. 
Schureman, Robert. Scrap? This Program 
Grows on It! April, 56. 
Shipman, Ronald, and Weede, Gary D. A 
Granulator for Your Plastics Lab. Sept., 52 
SHOP PLANNING 
New Facility: Program Calls the Tune 
Jerry Streichler. Oct., 66. 
Use the Busway Receptacle for Shop 
Power Needs. Richard Jinbo. Nov., 48. 
Sipes, Theodore L.; Witte, Richard; and 
Brama, Bernardo. Professional Quality 
Plaques. June, 17. 
Sipes, Theodore. Storage Footstool. Jan., 42. 
Slapar, Frank M. Modularized Physics In- 
struction is Made to Order for Tech-Ed 
Students. Nov., 60. 
Sloop, Joe. Soldering Iron Holder. Sept., 53 
Smith, Harry M., Jr., and Gratton, Marilyn 
1A and English Team Up for Television. 
Sept., 48 
SPEAKING OF DESIGN. Aarre K. Lahti. 
Sept., 58; Oct., 76; Nov., 66; Dec., 48; 


SHOP 
LIBRARY 


“This must be the new book on electricity.” 


Jan., 44; Feb., 66; March, 54; April, 90; 
May, 38; June, 36. 

SPECIAL EDUCATION 

Special Education in the Wood Shop: A 
Team Teaching Approach. Gene A. Gil- 
lette and Charles H. Reed. Feb., 48. 

Texas Prison System Emphasizes Vo-Ed 
Training. W.E. Monroe and Charles M. 
Whitson. March, 38 

Stafford, H.G. Add a Civil Drafting Unit to 
Your High School Program. May, 25. 

Stallings, Charles. Fire Up for ‘76! Dec., 31. 

St. Angelo, Mike A. Vocational Education 
and Process Control. April, 78. 

Steirer, Michael D. Mini Courses Get It All 
In. Oct., 65. 

Strayer, Harley, and Meers, Gary D. Industry 
Tours Can Charge Static IE Programs. 
April, 88. 

Streichler, Jerry. New Facility: Program Calls 
the Tune. Oct., 66 

Svoboda, John M. Metalcasting Is Moving! 
Can Education Keep Pace? April, 70. 

Swerdlow, Robert. Bring Toys To the Class- 
room. Feb., 44. 
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Taylor, Roger D. Add ECM to Your Metals 
Lab. Jan., 28 

TEACHER EDUCATION 
A VITAL Boost for Vocational Teacher 

Education. Curtis Bradley. Nov., 35. 
Performance Testing for Vo-Ed Teachers 
Adolf Panitz. Nov., 56. 

TECHNICIAN EDUCATION 

Marine Propulsion Technology Program 
Meets Demand. Howard G. Fowler. 
Oct., 70 

Modularized Physics Instruction is Made 
to Order for Tech-Ed Students. Frank M 
Slapar. Nov., 60 

Training For A Way Of Life. Fredrick W 
Hughes. Sept., 50. 

Training Modelmakers for Industry. Nils 
C. Neklason. Nov., 50: 

TECHNICIAN EDUCATION NEWS. Sept., 14; 
Oct., 15; Nov., 18; Dec., 8; Jan., 16; Feb., 
16; March, 12; April, 10. 

Thomas, Maurice G. Circles on a Circular 
Saw? Dec., 27. 

Thompson, Bruce L. Automotive Emission 
Control Systems. Jan., 30. 

Tontsch, John. Training Computer Techni- 
cians. April, 50 

TRADE AND INDUSTRY 
Brick Walk Sections 

Sept. 44 

Measuring Thermal Conductivity of Build- 
ing Materials. Herbert J. Auer. April, 83 

Training Materials, Programs Are Avail- 
able From a Number of Sources. Feb., 
57 

Trumble, Dale E. Molding a Cast Metals Pro- 
gram. April, 73 

Trusty, George, and Webster, Jay. Add Com- 
pression Molding To Your Plastics 
Program. Jan., 40 


Gary L. Fletcher 


Valenti, Anthony, and Rubinstein, Samuel. 
Simple Mold Fixture Makes Slip Casting 
Easier. March, 50 
VOCATIONAL EDUCATION 
AVA Approves Reorganization Plan at 
Largest Convention in its History. Feb., 
41. 

AVA/74: Vocational Education for Pro- 
ductive Careers. Nov., 54 


4 
i 
h| 
r/ = 
we 
4 
33 


string ? 


To suggest that you drop us a 
a line or phone us collect and 
request our catalog describing 
our Useful Books. 


GOODHEART - WILLCOX 


s 123 W. Taft Drive 
South Holland, Ill. 60473 


(312) 333-7200 


Circle No. 26 on Inquiry Card 


Teach How-To Bring Out 
Woods’ Natural Beauty 
With Fabulous 
SEALACELL 
FINISHES 


SPECIAL OFFER 


Our new pocket size Sealacell 
Penetrating Process Wood Finish- 
ing Manual is free on request. 
Additional student copies sent 
free with your order of materials. 


Bist St -Milwaukee. 5214 


Georgia Vocational Center Meets Student 
and Community Needs. William E. 
Lambert and Ann M. Roberts. Nov., 59. 


Ww 


Walencik, Vincent J., and Antisell, Donald 
T. Mini Metal Former. Sept., 36. 

Waters, Glenn E. Build a Better Bench for 
Mild Gas Cutting. Dec., 44. 

Webster, Jay, and Trusty, George. Add Com- 
pression Molding To Your Plastics 
Program. Jan., 40. 

Webster, Jay, and Craig, Edwin. Cycle Across 
the Seasons. Feb., 42. 

Weede, Gary D., and Shipman, Ronald. A 
Granulator for Your Plastics Lab. Sept., 52. 

WELDING 
Back Packing—It’s a Frame-Up! Michael 

Ayers. Oct., 69. 

Build a Better Bench for Mild Gas 
Cutting. Glenn E. Waters. Dec., 44. 

Gasoline Powered Ice Sled. Thomas Kup- 
chella. Jan., 38. 

Students Helping Students. M.E. Michael. 
Feb., 35. 

Teaching Materials Science Technology. 
James Nagy. April, 60. 

Weight-Lifting Bench: Put Skills and 
Muscles Together for this Project. Bill 
Fifer and Jerry Greene. Nov., 38. 

Welding—Training to Meet the Chal- 
lenge. Hallock C. Campbell. April, 58. 

Wells, Edwin L. Help Them Visualize NC 
With This Simple Demonstrator. May, 24. 

Whitson, Charles M., and Monroe, W.E. 
Texas Prison System Emphasizes Vo-Ed 
Training. March, 38. 

Witte, Richard; Brama, Bernardo; and Sipes, 
Theodore L. Professional Quality Plaques. 
June, 17. 

Woodell, William C. Rotary Table Teaching 
Trick. Nov., 58. 

WOODWORKING 
A Project for Public Relations. Arnold M. 

Nielsen. May, 34. 

Chess Board. Walter P. Betley. Oct., 61. 

Circles on a Circular Saw? Maurice CG. 
Thomas. Dec., 27. 

Gauging Your Surfacer. Vern C. Oremus. 
Feb., 43. 

Now Is the Hour. Randy Poznansky. Sept., 
46 


Onion Rings. Eugene Landt, Robert Bod- 
kin, and Kenneth Gaddis. Nov., 37. 
Simple Woodshop Figuring Solved 
Quickly With Computer. Michael R. 

Saeger. May, 24. 

Storage Footstool. Theodore Sipes. Jan, 
42. 

Technology in the New Age of Wood. 
Harry C. Leslie. April, 63. 

This Furniture Program Has Its Own Fac- 
tory. Robert E. Bliss. April, 66. 

Tot Train Assembly Project Simulates 
Mass Production. Eugene G. Cestrone 
and Donald R. Eichler. June, 18. 

Try Cedar Post Turnings. John E. Patenge. 
March, 46. 


Y 


Yanabu, Jack. T-shirt Flocking Captivates 
Students. Feb., 46. 


Z 
Zihal, Joseph, Jr. A Mural Symbolizes This 


High School Vocational Program. May, 
30. O 


PLASTICS 


A COMPLETE SOURCE OF SUPPLY 
Materials e Tools 
Equipment. 
Related Products 


Orders Shipped 
or Acknowledged Within 24 Hrs 


Lowest Prices To Schools Since 1945 


2320 SOUTH WEST TEMPLE / P.O. BOX 141 
SALT LAKE CITY, UTAH 84110 


BUILD THESE 
BEAUTIFUL CLOCKS 


Now at big savings! Send just $1 for 
plans and instructions to build choice 
of: (A) Grandfather, (B) Banjo, (C) 
Steeple, (D) Grandmother— <4 in- 
catalog of move- 
ments, dials, parts and kits to build 
these and 16 other fine clocks. All 4 
plans—$3.50. Catalog alone—$.25. 


MASON & SULLIVAN 
Dept. SCS, Osterville, MA 02655 


Sound timetnps. sides, cassettes 


Greystone Filrns, Inc. 
Box 303 Kingsbridge Station Riverdale, NY 10463 


MULTIMEDIA INSTRUCTIONAL AIDS 
Circle No. 30 on Inquiry Card 


WELDING TRAINING 

Basic and advanced training for major welding 
processes—Arc, Gas, Pipe, TIG, MIC, Plasma 
Hobart, a non-profit school, offers welding books 
& training aids. Facilities are available for welder 
qualification testing. Accredited member NATTS 
Approved Ohio 70-12-0064 HT. Write for school 
bulletin, PAT-film/tape training brochure. 

HOBART SCHOOL OF WELDING TECHNOLOGY 
Box TS-75 Troy, Ohio 45373 


Circle No. 31 on Inquiry Card 


WRITE FOR MORE INFORMATION 


ING 115 E. Weldon Fresno, CA 93705 
Circle No. 32 on Inquiry Card 
SCHOOL SHOP 


DELVIE’S PLASTICS, IN 
| 
Circle No. 28 on Inquiry Card 
| 
Circle No. 29 on Inquiry Card 
EXPOSURE CHEMISTRY CAMERA PRINTING TECHNIQUE 4 
| 
\refinishing projects. | 
| 
| 
| 
A complete instructional unit gives you ier 
GENERAL FINISHES \ Ps screen printing in depth. Adds new di- each 
1580" ments. Unit includes inks, tools, 
screens, films, etc. to get students in- 
Circle No. 27 on Inquiry Card 


